To:  bette_arial@lee. senate. gov[bette_arial@lee. senate. gov] 

From:  Russo,  Rebecca 

Sent:  Mon  8/1 0/2015  6:33:34  PM 

Subject:  FW:  Gold  King  Mine  spill  - Private  Well  Testing 

15Q809FLYR-San  Juan  County  private  well  testing  info.pdf 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 

Office:  303-312-6757 
Cell:  303-204-1930 

From:  Russo,  Rebecca 

Sent:  Sunday,  August  09,  2015  8:47  PM 

Subject:  Gold  King  Mine  spill  - Private  Well  Testing 

Hi  all, 

Please  find  attached  a flyer  regarding  private  well  testing  that  was  issued  today. 
Rebecca 

Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 

Office:  303-312-6757 
Cell:  303-204-1930 
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